
DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


06 / 20/12 


Keith McCray 

Assistant District Attorney, Norfolk County 
Mr. McCray, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #’s 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample #’sj ; 1 ’ '* v ' 1 * '* 


If you have any questions about these materials, please call me at the number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tei (617)983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tei (413) 545-2601 
Fax (413) 545-2608 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Amherst Drug Laboratory 
Tel (413} 545-2601 
Fax (413) 545-260S 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: "tyT) __Police Reference No.: 

'Name and Rank of Submitting Officer; Ityu - OLa'AC/ QYzAi _ 

Defendant(s) Name (last, first, initial): 



The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute 

Tel (617)983-6622 
Fax (617) 983-6625 

Boston Hours 

8:00-11:00 BRUG RECEIPT 

2:00 - 4:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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PLEASE PRINT CLEARLY O R TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 

Fax (617) 983-6625 

The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 

Department of Public Health 

State Laboratory Institute 

Amherst Drug Laboratory 
Tel (413) 545-2601 

Fax (413) 545-2608 

Boston Hours 


Amherst Hours 



r^ : 

City or Department: .jipigfrfan _Police Reference ] 

Name and Rank of Submitting Officer: l^Pi- QSfrwy 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 
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City: Stoughton Police Dept. 1 " ; 

Officer: Detective JAMES O'CONNOR 
Dei: 

Amount: SubstSUB 

No. Cont: 2 Coni: pb 


DateRec'd: 03/17/2010 
Gross VVt.: 31.74 


No. Analyzed: 

Met Weight: 2.S- M 


Prelim: cocc^Ove. 


Findings: 


# Tests: t l-ftSO 



No. 

City: Stoughton Police Dept, 
Officer: Detective JAMES O'CONNOR 
Def: 


Amount: 15.0 

No. Cont: 1 Cont: pb pc. 

Date Rec'd: 08/17/2010 


Gross Wt.: 16.90 


Prelim: O^c oc ,fcnc Findings: 


Date Analyzed:,. j -7 



Subst. TAB' 


No. /Analyzed: 
Ne: Weight: 


# Tests: 


9 wn 1 

xl iff lulU 


{ 


'j 


City: Stoughton Police Dept. 
Officer 
Daf: 

Amount: 

No. Cont: 1 Cont: pb 

DateRec'd: 08/17/2010 
Gross Wt.: 4.27 


Date Analyzed: j j 


Detective JAMES O'CONNOR 

■ 

1.0 


, j , ! \ 

L V. j LA 


Subst TAB 

No. Analyzed 
Ne Weight: 

# Tests: y cs, S, ^ 


Pieiim. ocPo'xq Finding;;: i~-. • 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 



AGENCY S.-VO> <-a, 


ANALYST P£>7 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

UC>V\v'\e <2Aj2 cS -V CNrxx_n V 



Gross Wt { 7 -}: l*! ■ ^>Q 

Gross Wt ( ):__ 

Pkg, Wt:_ 

Net Wt; 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

2 ,Thiocyanate ( 4) 

_ Marquis 

Froehde's_ 

Mecke's 


Microcrvstalline Tests 
Gold 

-j_ Chloride -R _ 

TLTA_(_4j_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS cOCOj^jg 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE _ 


Revised 7/2005 
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PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis__ 

Froehde's__ 

Mecke’s 


PRELIMINARY TEST RESULTS 
RESULTS fo'A.At o cIca-O ^ 

date ^qi12z±2 


Mlcrocrvstalline Tests 
Gold 

Chloride__ 

tltai_j_ 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR__ 


DATE 


Reyised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

Gross Wt ( ): 


Gross Wt i Y 

^ X^ 

Pkq. Wt: 


Net Wt: 




PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's__ 

Mecke's _ 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE \Q-xn-LO 


Mlcrocrvstalline Tests 
Gold 

Chloride _ 

TLTAj_J_ 

OTHER TESTS 

lTYS/Nr\r>vefi>-jc. _& fsi ,}~&L 


GC/MS CONFIRMATORY TEST 

RESULTS___ 

MS 

OPERATOR___ 

DATE__ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 




RESULTS 



DATE 



RESULTS 

MS 

OPERATOR 


DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 

Sodium Starch Glycolate 
Stearic Add 

FD&C Blue No. 1 Aluminum Lake 
Availability & Manufacturing 

Availability: United States 
Available-Container- „ , 

Sizes: Botlie of 500; Bottie of 10 °: BoHle of 10 i Bottle of 1000 


Contact: Qualitesf Pharmaceuticals 
UPC 06034-99228 
Product ID: 7093498 


Manufacturer Product 
Codes: 


AAPCC Code: 037705 - Oxycodone Alone or in Combination {Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Numbers: NDC 00603-4992-28 
NDC 00603-4992-21 

Physical Description 

Imprints: 4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


1 1974- 2011 Thomson Reuters. All rights reserved, 
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MICROMEDEX© Healthcare Series : POJSINDEX® Document 


Page 1 of 3 


POIS1NDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No, 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycoiate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container- „ 

Sizes: Bottle of 100; 10X10 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 

Physical Description 

imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape; Circle 


1974- 2011 Thomson Reuters. All rights reseived. 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 


Regulatory-Sfatus: Schedule II 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolafe 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 1 00 

Contact: Covidien Maflinckrodt 
Product ID: 6594281 

“ pcc coas: (E “ udin9 comb ™ ,ion pro * c,s - 
Registry Number: NDC 0406-8530-01 
Physical Description 

' mprln,s: Sf ,mprhled - «■ « 30 above ,he score Is 

30 

Al> N>n„.s: M30 - VmM enotosed in a box is icprioieo oo on. sibe a„0 30 above,he score is 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


1974- 2011 Thomson Reuters. Ai! rights reserved. 
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Page 1 of2 


Drug Information 


DRUG NAME: HYDROCODONE BITARTRATE AND ACETAMINOPHEN 

INGREDIENTS; HYDROCODONE BITARTRATE - 10 MG 
ACETAMINOPHEN - 325 MG 



Color: Light Yellow 

Shape; Capsule-shape 

Imprint: 3eoi This tablet is debossed 
"3601" on one side and "V" on the 
reversed side. , v 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
180 , Bottle of 100 , Bottle of 60 , Bottle 
of 500 , Bottle of 1000 , Bottle of 
120 , Bottle of 90 

AAPCC Code: 201063 - 
Acetaminophen with Hydrocodone 


NDC: 00603-3887-21 
00603-3887-20 
00603-3887-28 
00603-3887-32 
00603-3887-02 

Excipients: Croscarmellose 
Sodium ; Crospovidone ; D&C Yellow No. 
10 Lake ; Magnesium Stearate ; Cellulose, 
Microcrystalline ; Povidone ; Pregelatinized 
Corn Starch ; Stearic Acid ; Silicon 
Dioxide, Colloidal 

Regulatory Status: Schedule III 

Availability: United States 

Product ID 6343167 

Contact: Qualitest Pharmaceuticals 


http://wwwThomsonhc.com/micromedex2/iibrarian/PFDefaultActionId/evidencexpert.Dis... 6/19/2012 
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Copyright © 1974-2012 Thomson Reuters. All rights reserved. 


http://www,thomsonhcxoiiFmicromedex2/librarian/PFDefaultActionId/evidencexpert.Dis.., 6/19/2012 
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Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


751376.D Wed Jun 20 13:11:48 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 




File Name 

F:\Q4-2010\SYSTEM4\10_ 

28_10\751377.D 

Operator 

ASD 




Date Acquired 

29 Oct 2010 

2 

: 2 0 


Sample Name 

COCAINE STD 




Submitted by 

ASD 




Vial Number 

77 




AcquisitionMeth 

DRUGS 




Integrator 

RTE 




Abundance 


74 

TRT:7513777D. 

1000000; 





800000: 





600000 





400000i 





200000 : 





0 ! - . . 

Time-> 2.00 2.50 3.00 

' 3.50 4.00 4.50 

' 5.00 

5.50 6.00 

' 6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 


Area % 

Ratio % 

4.740 

1180152 

100.00 

100.00 


751377.D Wed Jun 20 13:11:53 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\10_2 8_10\751377.D 
ASD 

29 Oct 2010 2:20 

COCAINE STD 
ASD 
77 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80 


60 


40i 


8 ? 


94 


Average of 4.714 to 4.846 min.: 751377.h{-) 


182 


105 


20; 


3 42 


51 


or 


68 j ||: jji i 

■ T i|.;,; ^Liijijlj 1:41. 


122 


135143 168 


198 


272 


303 


i. 207 222 242 259 j 281 


;m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 

Abundance #29: COCAINE 


82 


80 


60! 


40; 


20 


182 


94 


105 


42 


51 


68 


m/z~> ° 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


122 

114. 135 152 166 

J . - ri’ .... 


198 


214222 244 259 


272 


303 


751377 .D 


Wed Jun 20 13:11:54 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\751378.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 2:34 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 7TC:T51378.D 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


751378.D Wed Jun 20 13:11:59 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751379.D 

ASD 

29 Oct 2010 2:48 


ASD 

79 

DRUGS 

RTE 


Abundance 

i 

15000001 


TFGV751379.D 

4i74 


| 


1000000 


500000 


3.97 

l 


0 . • 

Jime~> 2.00 2.50 3.00 

f! 

3.bo 4X0 4.50 5.00 

5.50 6.00 

6.50 7.00 ' 7.bo 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.968 

406792 

19.78 

24.66 

4.740 

1649751 

80.22 

100.00 


751379.D Wed Jun 20 13:12:04 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4 - 2 010\SYSTEM4\10__2 8__10\7513 79 , D 
ASD 

29 Oct 2010 2:48 


ASD 
79 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.97 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b] thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80 i 


Average of 3.941 To 4.084 min.: 751379TD (-) 
1^8 


60 


40 


73 


101 


121 


20! 


51 

63 ; 


89 

| , 

1 ! 

1 0 

42! 

ij 


■j;81 


■i.lilj.109 .jjiji 

;m/Z"> 

40 

50 

60 70 

80 ’ 

90 

iOO 110 120 


129 


137 


1 176 
1 157 168 


187 


204 


281 


Abundance 


#126360: fmidazo[2.1 -b]thiazo!e, 2',3,5,6-te{rahydro'-"6 : p"henyl- 
148 2 ? 4 


80- 


60, 


40; 


20 


73 


101 


127 


51 63 


80 

11/! : 

0 : . |i| 1 ■ | 1 i : 1 ..iJi; 

,81 


,.i..J09 • j : 

;m/z-> 40 50 60 70 

80 

90 

100 110 120 1 


176 


135 H, 156 


186 


751379.D Wed Jun 20 13:12:04 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4- 2010\SYSTEM4\10_28_10\751379 .D 
ASD 

29 Oct 2010 2:48 


ASD 

79 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMWJT0X2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


4,74 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80; 


60: 


82 


Average of 4.713 to 4.856 min.: 751379.D (-) 


182 


40 


20 


42 


51 


94 


i i! H 


105 


122 


Ov.#!- 

Abundance 


67 


135 144 


152 166 


198 

[ 207 223 242 253 


272 


281289 


303 j 

m/z~> 40 50 60 70 80 90 ;00 U 0 120 130 140 150 160 170 180 190 200 210 220 2^0 240_250 2o0 270 280 290 300 

‘ .-.- #29: COCAINE . .... .. ; 

82 


80 


60 


40; 


94 


105 


182 


20 . 


0 


42 


51 68 


122 
114 , 135 , 


152 166 


198 272 

214222 244 259 


303 


m/z-> 40 


0 50 60 70 80 90 100 110 120 130 140 150 160 170J80 190 200 210 220 230 240_250 260 2/0 280 290 300 


751379 . D 


Wed Jun 20 13:12:05 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name : F:\Q4-2010\SYSTEM4\10__28__10\751380.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 3:02 

Sample Name : 

Submitted by : ASD 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 

Abundance ...~~ TIC: 751380.0 

14000001 4 I 74 


j 1200000j 
! ioooooo 
800000) 

I 600000 

400000, 

200000 ) 

O'..,.. 

:Time-> 2.00 2.50 3.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.965 

437368 

21.90 

28.04 

4.742 

1559905 

78.10 

100.00 



751380.D Wed Jun 20 13:12:09 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751380.D 

ASD .~ 

29 Oct 2010 3:02 

80 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


Abundance 


80; 


3.96 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2 ( 1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


'Average of 3.343 to 4.086"min.:751380.D (-) 
148 


204 


60 ; 


40 J 


20 

42; 

O'- .hi 

m/z-> 40 

Abundance 


80 


GO 


73 


101 

i 


51 

i 


63 


89 


81 


109 


121 

i 

! i 


176 


50 60 70 80 90 100 110 


(j J 131 140 157 ^ 187 i'll 281 

120 1^0 140 150 1(a0 170 180 190 200 210 220 230 240 250 260 270 260 


"#84039:1mkiazo(2,1 -b]ihiazo!e. 2~375,6~-tetrahydro : 6 : phenyl- 

2Q4 

148 


40! 


20 


73 


101 


127 


51 63 

! i 89 

1, 117! 


It 176 

j, . :i j,. 

i.i.llSI. . j:|. 

1,11.109 ,i j. 

j, 135 

j|i ; 157 167 J 185 


m/z~> 40 50' 80 70 8b 90 100 110 1210 130 140 ISO 160 170 l6o 190 200 2lo 220_ 230 240 250 260 270 280 

Page 2 


751380 .D 


Wed Jun 20 13:12:09 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\751380.D 

Operator : ASD 

Date Acquired : 29 Oct 2Q1Q 3:02 

Sample Name : HHHIHHHBi 

Submitted by : ASD 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\10_28__10\7513 94 .D 
ASD 

29 Oct 2010 6:16 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 751394.D 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS* * * 


751394.D 


Wed Jun 20 13:12:24 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_1 

ASD 

29 Oct 2010 6:29 

COCAINE STD 
ASD 
95 

DRUGS 

RTE 


0\751395 . D 


Abundance 

1200000 ; 

1000000 

800000: 

600000: 

400000: 

200000 ; 


0-,-r. 

Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 _ 

5.00 

6.50 7.66 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.741 

1342324 

100 . 

00 

100.00 


Tie: 751305 D 


4:74 


751395.D Wed Jun 20 13:12:28 2012 Page 1 
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Area Percent / Library Search Report 


Information 
File Name 


from Data File: 

: F:\Q4-2010\SYSTEM4\10_28_10\751395.D 


Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


ASD 

29 Oct 2010 
COCAINE STD 
ASD 
95 

DRUGS 

RTE 


6:29 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98,L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80; 


8,2 


Average of 4.714 to 4.852 min.: 751395.D {-) 
182 


60 ; 


40| 


20 ; 


42 


51 


94 


105 


68 


122 


152 


198 


60 ,;l , 135 100 1 209 222_ .. r .., 

50 CO 70 bSq 1 i#)' 100 1 io i2o 1 dio i4oistn&oV io iso 1 90 260210220230240’250 260 270jso290300 


303 


272 

242 260 ! 283 


; 01. i'L- 

'm/z-> 40 


Abundance 


#29: COCAINE 


82 


80 


60! 


182 


40! 


94 


105 


20 


42 


51 


0 . 

m lz-> 40 


08 


122 


152 166 


198 272 

! 214222 244 259 


303 


50 60 70 80 90 


jj. ;j 135 ri ... .. . .■PIIIIP_| 

100 llo’lSo'130 140 1^0 160 170 180 190 200 210 220 230 240 250 260 270 2 _ 6 q 290 300 


751395 ,D 


Wed Jun 20 13:12:29 2012 


Page 2 


Corbett email PRR 022905 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F : \Q4 -2010\SYSTEM4\ 10_28__10\751396 .D 
ASD 

29 Oct 2010 6:43 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


751396.D 


Wed Jun 20 13:12:44 2012 


Page 1 


Corbett email PRR 022906 









Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q4-2010\SYSTEM4\10 28_10\751397 . D 

ASD 

29 Oct 2010 6:56 

OXYCODONE STD 

ASD 

97 

DRUGS 

RTE 

Abundance 

. 


TIC 751397.D. 

350000; 



6|16 

300000; 



1 

250000, 



\ ! 

200000; 




150000! 



:j i 

100000; 



S: f 

50000 : 



|| [ 

0 • 'i 

Time-> 2.00 2.50 3.00 

3.50 

4.00 4.50 5.00 

5.50 6.00 6.50 7.66 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 


Area 

Area % Ratio % 

6.157 


558776 

100.00 100.00 


751397.D 


Wed Jun 20 13:12:49 2012 


Page 1 


Corbett email PRR 022907 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\10 28 10\751397.D 

Operator 

ASD 

Date Acquired 

29 Oct 2010 6:56 

Sample Name 

OXYCODONE STD 

Submitted by 

ASD 

Vial Number 

97 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L ' Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 6.16 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 4 


Abundance 


80 


Average of 6.120 to 6.279 min.: 75T3S7.D (-) 


315 


60 


40; 44 


20 i 


70 


230 


115 


140 


201 


55 



128 

187 

214 


258 


84 

i i 

1, j ; 

98 


175 




j-.j j. 

i j 

159 

iiib ii !i 

, ! J ■'‘ / / ! , i, 

i t ,: :'i 

244 

j; 272 287 

300 

60 

80 

100 

120 140 160 

180 2C0 

2^0 240 

260 280 

300 


1 327 355 


405! 


Abundance 


80 


60 


40 


20 


70 


1583: Oxycodone 


P'1573 


315 

i 


230 


751397,D 



140 


185 

201 

217 

i •! 

| 244 

258 

281 

300 

j 

s, 

•it; 


80 100 120 

140 

160 

iscT 

200 

220 

240 

260 

280 

360 

7 320 340 

360 

Wed 

Jun 

20 

13 : 

12 

50 

2012 




Page 
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Corbett email PRR 022908 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751300.D 

ASD 

29 Oct 2010 7:37 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 751300.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751300.D Wed Jun 20 13:13:12 2012 Page 1 


Corbett email PRR 022909 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F;\Q4-2010\SYSTEM4\10_28_10\747470.D 
ASD 

29 Oct 2010 7:50 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Abundance 

600000i 

500000 

400000 

I 300000 : 
200000 ! 
100000 , 


TIC 747470. D 

5177 


I 


0 

ITime*-> 2.00 


2.50 3.00 3.50 4.66 4.50 5.00 5.50 6.00 6.50 7.66 7.50 8.66 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

5.774 

856447 

100.00 

100.00 


747470.D 


Wed Jun 20 13:13:24 2012 


Page 1 


Corbett email PRR 022910 







Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM4\10 28 

10\747470.D 


Operator 

ASD 



Date Acquired 

29 Oct 2010 7:50 



Sample Name 

HYDROCODONE STD 



Submitted by 

ASD 



Vial Number 

100 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 5.77 C:\DATABASE\PMW_TOX2.L 

Hydrocodone 
Codeine 

8~Chlorotheophylline ET 


000125-29-1 90 

@ 000076-57-3 10 

000000-00-0 9 


Abundance 


80 


Average 6T5742 to 5.848 mm.:747470.D (-) 


299 


60 


40 


20 : 


0 


42 

! 59 


96 


70 


82 


115 


128 


i.'. '| 1.05 : 


185 


242 

i 

i 


214 


228 


141 155 


171 


199 


j 256 

. 4m • 

:L:, 


m/z-> 40 50 60 70 80 90 100110120130 


W. ^ v.-W-tW*'. -frp • .TV'V'-tfWnrrrW--. ' -?Vr- . vp . rf-r -- -i*r; • ; • 

140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 320 330 


331 


Abundance 


#238: Hydrocodone 


PT484 


2?9 


80! 


60 i 


40! 


20 ! 


59 


242 


96 


185 


214 


128 

1 


170 


198 


228 


284 


mlz-> ° 40 50 60 70"8& 90 100 110120 130 140 150 160 170 180*15)200 2^0 220 230 240 250 260 270 280 290 3<j>d 310 320 330 


747470.D Wed Jun 20 13:13:25 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747476.D 

ASD 

29 Oct 2010 9:13 

BLANK 
ASD 
2 

DRUGS 

PTT? 

Kid 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


747476.D 


Wed Jun 20 13:13:47 2012 


Page 1 


Corbett email PRR 022912 














Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4 - 2 010\SYSTEM4\10_ 
ASD 

29 Oct 2010 9:26 


ASD 

10 

DRUGS 

RTE 


28 10\747477.D 


wm 

800000; 

600000] 

i 

; 400000 
| 200000 


TIC: TmJT.D 
6J16 

: 

j 


j; 


|Time~> °2.00 260 3.00 

3.50 4.00 4.50 5.00 

5.50 

6.00 

' 6.50 7.00 ' 7.50 ' 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.164 

1654803 

100. 

00 

100.00 


747477.D 


Wed Jun 20 13:13:51 2012 


Page 1 


Corbett email PRR 022913 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747477.D 
ASD 

29 Oct 2010 9:26 


ASD 

10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.16 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000-00-0 4 


Abundance 


Average of 6.122 to 61275 min.:T47'477TJ (-) 


315 1 


80 i 


60. 


401 


20 : 


44 

!i 


70 


0 , 


55 


230 


115 


140 


84 


98 


128 


201 

188 j 


if 


150 


159 


175 1 


i 


215 


258 


244 




iJ i itl-'ibb!.t-tMj 1 )# - 4 ),. 


272 


286 


300 


m/z-> 40 50 60 70 80 90 100 Il0 120 130 140 150 160 170 180 190 2d>0 210 220_230 240 250 260 270 280 290 300 31J) 

Abundance #583: Oxycodone...PI573 


801 


60 


315 


40: 


20 


70 


140 


201 


185 


I. 


230 

i 


217 


258 


244 


281 


300 


tn/z~> ° 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


747477 . D 


Wed Jun 20 13:13:52 2012 


Page 2 


Corbett email PRR 022914 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747478.D 

ASD 

29 Oct 2010 9:40 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


747478.D 


Wed Jun 20 13:13:55 2012 


Page 1 


Corbett email PRR 022915 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4 -2010\SYSTEM4\10__28_10\747479 . D 
ASD 

29 Oct 2010 9:54 


ASD 

12 

DRUGS 

RTE 


Abundance 
! j 

; 1400000: 

! 1200000 

1000000 

800000 

i 

600000; 

400000! 

200000 : 

:Time--> ° 2.60 2.6o ' 3.00 3.66 4.00 4.50 5.66 


TfC: 747479.D 
6 | 17 



5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.175 

3042875 

100.00 

100.00 


747479.D Wed Jun 20 13:14:00 2012 


Page 1 


Corbett email PRR 022916 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747479.D 

ASD 

29 O ct 2010 9:54 

ASD 
12 

DRUGS 
RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.17 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 95 


Abundance 


Average 6T6; 1221o “6:365min.1747479;D {-). 


315 


80 


60 


230 


40: 


70 



42 

2°: 

0 jl 

40 

55 

i 

i | 

. 84 

98 

115 

128 

140 

1 187 

161 175 

1 150 , | ;!jf 

201 

215 

:;i; 

; 244 

258 

272 286 

300 

Tl/Z--> 

60 

80 

100 

120 

140 160 180 

200 

220 

240 

260 

280 

300 









Abundance 





#583: Oxycodone 



PI 575 





80 













60 













40 


70 





230 





20; 

i 

0 ! , 

40 


j 



140 

185 

201 

217 

1 J 

! ji 

244 

258 

281 

300 

m/z-> 

60 

80 

100 

120 

140 ' 160 180 

200 

220 

240 

260 

2&0 

300 


327 355 


3"| 5 


747479.D Wed Jun 20 13:14:00 2012 Page 2 


Corbett email PRR 022917 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\10_28 
ASD 

29 Oct 2010 10:07 


ASD 

14 

DRUGS 

RTE 


10\747480.D 


Abundance 

1200000 ; 

1000000 : 

i 

800000 
6000001 
400000: 
200000 : 


TIC: 747480.D 
6(17 

| 


i 

. ! 
:i 


0 H—r '--' 

Tlme-> 2.00 


2.50 3.60 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 81)0 8.50.9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.171 

2496277 

100.00 

100.00 


747480.D Wed Jun 20 13:14:04 2012 


Page 1 


Corbett email PRR 022918 










Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\747480.D 

Operator : ASD 

Date Acquired : 29 Oct 2010 10:07 

Sample Name : 

Submitted by : ASD 
Vial Number : 14 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.17 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 2 


Abundance Average of 6.1191667293min.:7474B07D {-) 


60; 

230 

401 70 

! An ' 


1 i j i 



140 


201 




\ ; 

! 20. 

M i 55 

0 1 1 v' : " 

m/z-> 40 60 

84 

98 

128 

l | . 159 

187 

175 


258 

215 

| iji 244 

•••. i . 

220 240 280 

272 287 

300 

| 

:■ I 

1: 327 355 

- r 

80 

' *100 

120 140 160 

lk> 

200 

2^0 

300 

320 340 _| 

Abundance 



#588: Oxycodone 


PI 573 



315 


80 


| 60 













40 i 

70 






230 





20 ; 

0 r 

m/z~> 40 




140 

185 

201 

217 

244 

258 

281 

300 


60 8(3 

l6o 

120 

140 160 

180 

200 

220 

240 

260 

280 

300 

320 340 


747480.D Wed Jun 20 13:14:04 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\10 

ASD 

29 Oct 2010 10:21 


ASD 

16 

DRUGS 

RTE 


28 10\747481.D 


Abundance 


TIP: 747481,D 
6j16 


: 800000 
600000j 
400000; 
j 200000 

0i -v— , .. 

Time-> 2.00 2.50 3.00 


i 


3.50 4.00 4.50 5.00 5.50 6.00 

6.50 7.00 ' 7.50 8.00 ’ ' 8.50 9.00 ’ 9.50 


Ret. Time 


Area Area % Ratio % 


6.165 


1681323 100.00 100.00 


747481.D Wed Jun 20 13:14:09 2012 


Page 1 


Corbett email PRR 022920 

















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File; 

F:\Q4-2010\SYSTEM4\10 
ASD 

29 Oct 2010 10:21 


ASD 

16 

DRUGS 

RTE 


28 10\747481 . D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 6,16 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 4 


Abundance 


80 


60: 


40; 


44 


20 : 


0 I, 


70 


55 


Average of 6.117 to 6.308'min.: 74748T.D (-). 


315 


230 


115 


84 28 


140 
128 ; 


201 


187 


175 


159 

yli.. lii'iU:!.. li 


215 


I 258 

{ j 

244 i 272 ooc 300 


286 ; Ji. 327 355 


405 


miz-> 40 60 80 100 120 140 160 180 200 22 0 240 260 280 300 320 340 360 380 400 

#583: Oxycodone P1573 " ... ! 


Abundance 


80 : 


315 

i 

i 

! 


60 


40 


70 


230 


20 ; 


0 


140 


201 


185 


217 


258 


244 I 


281 


300 


m/z-> 40 60 80 lOO 120 140 160 180 200 220 240 260 280 300 3^0 340 360 


460 


747481 ,D 


Wed Jun 20 13:14:09 2012 


Page 2 


Corbett email PRR 022921 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747482.D 

ASD 

29 Oct 2010 10:35 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance .. TIC: 747482.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


747482.D Wed Jun 20 13:14:13 2012 Page 1 


Corbett email PRR 022922 
















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\G4-2010\SYSTEM4\10 
ASD 

29 Oct 2010 10:48 


ASD 

18 

DRUGS 

RTE 


28 10\747483.D 


M)i mw 

500000| 

| 4000001 

| 300000 

I 

; f 

200000 : 

100000 ! 

L 0— . - — . 

[Time-> 2.00 2.50 3.00 3.50 


TfC: 747483.D 
5)77 

i 


3 


4.00 4.50 5.00 5.50 6.00 


6.50 7.00 750 8?00 


8.50 aofT 


Ret. Time 

Area 

Area % 

Ratio % 

5.773 

777138 

100.00 

100.00 


747483.D Wed Jun 20 13:14:18 2012 


Page 1 


Corbett email PRR 022923 
















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q4-2010\SYSTEM4\10_28_10\747483,D 
ASD 

29 Oct 2010 10:48 


ASD 
18 

DRUGS 


Integrator 

: RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.77 

C:\DATABASE\NIST98.L 

Hydrocodone 

Hydrocodone 

Hydrocodone 

000125-29-1 99 
000125-29-1 99 
000125-29-1 99 

Abundance 

Average of 5.741 to 5.874 fnrn.: 747483.0 (-) 

299 


80 


ni/z--> 
Abundance 


6(i 










242 



] 

40 

42 

59 


96 

115 


185 






i 

20 

1 ; 

i 

70 82 

J 

i 128 

i 141 

155 170 

j 

199 

j 

214 

i 228 

! : 

256 270 284 


| 

o_. 

; :J 

.!.'j! : i. 

:. 1 il.! 

)• 

| 1 


1 j-.. ‘ji 

,ji.. 

4 \ , 

;1: ; ji': 

.pill ; . 

j j : j, 


327.355 j 

20 

40 

60 

80 

100 

120 

140 

160 180 


200 

2^0 240 

260 280 300 

320 340 ' 1 


#99416, Hydrocodone 


2^9 


80 


60 { 


40; 


20 1 


42 


115 31 


nVz~> 


747483 . D 


96 


115 


185 


59 


70 62 


128 


141 155 171 


Wed Jun 20 13:14:19 2012 


242 


214 228 

199 ■ ; 

256 270 2 ® 4 

200 220 240 

260 280 3 

2 012 

Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\747486.D 
ASD 

29 Oct 2010 11:29 

BLANK 
ASD 
2 

DRUGS 

RTE 


Ah„nrfan™ TIC: 747486.D 



Ret. Time Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


747486.D Wed Jun 20 13:14:35 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ' 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q4-2010\SYSTEM4\10 28 10\747487.D 

ASD 

29 Oct 2010 11:42 

OXYCODONE STD 

ASD 

97 

DRUGS 

RTE 

Abundance 

TIC: 747487. D .-.1 



6|16 

i 400000 


| 

i 300000 



j 200000 


j 

1 100000 

j 

0 


ji i 

j! • j 

jTime-> 

2.00 2.50 3.00 

3.56 4.00__.4.50 5.66 ' 5.50 6.00 ' 6.50 ' 7.66 ' ' 7.50 ' ' 8.66 ' 8.50 ' 9.00 ' 9.50 ' ' ' 1 j 

Ret. Time 

Area Area % Ratio % 

6.156 


670177 100.00 100.00 


747487.D 


Wed Jun 20 13:14:39 2012 


Page 1 


Corbett email PRR 022926 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747487.D 

ASD 

29 Oct 2010 11:42 

OXYCODONE STD 
ASD 
97 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 6.16 C:\DATABASE\PMWJFOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000 - 00-0 22 


Abundance 


80 : 


60; 


40; 


44 


20 ! |! 


70 


Average of 6.1191o"6l3IT4 min.: 747487.D (-) 


230 

I 





115 

140 


201 


1 

! 55 

j t 

84 

1 

98 

! 

128 


187 

159 171 


216 

jjj; : ! : 


jl, ! L i 

■J : _ ,jL 

v ■■ 'h 


■ ! ,'7 ■ /' 

11; j. 

» *■ ii: i 

60 

8b 

100 

120 

140 

160 180 

200 

rr u r l i r- 

220 


315 


Abundance 


80; 


258 

.;; 272 282 

300 

j 

327 

! 

355 | 

260 280 

300 

320 ' ' 

340 | 


#583: Oxycodone 


P'1573 


315 


60; 


40 


20 


' 0 - r . 
m/z-> 40 


747487.D 


70 


230 


140 


201 


185 


258 


217 


244 


281 


300 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\747490,D 
ASD 

29 Oct 2010 12:31 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TIC: 747490.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4 -2010\SYSTEM4 \10___28_10\7474 91 . D 
ASD 

29 Oct 2010 12:45 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Abundance .TIC: 747491.D 

I ! 5177 

600000: 

500000 ! \ 

■ ! :i 

| 400000 

' i | 

300000; l| 

200000 .' 

100000j 


Time -> 2.00 2.50 3.00 3.50 

4.00 4.60 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 " 9.00 " 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

5,774 

869943 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2 010\SYSTEM4\ 10__28_10\7474 91 , D 
ASD 

29 Oct 2010 12:45 

HYDROCODONE STD 
ASD 
100 
DRUGS 
RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 90 

PK# RT Library/ID 

CAS# 

Qual 


1 5.77 C:\DATABASE\NIST98.L 

Hydrocodone 
Hydrocodone 
Hydrocodone 


000125-29-1 99 
000125-29-1 99 
000125-29-1 99 


Abundance 


80! 


Average of 5.742 to 5.1579 min.: 747491.D (-) 


299 


60; 


40 ‘ 


20 ! 


0 ^ 


42 


59 


70 


242 


96 115 


185 


128 


214 


228 




82 ' 

i i ! I 

■ i| 141 

155 170 

199 , 

j m i 

j i 

1 256 270 284 


| . • : i • 

lii.ij;ii 1 .!, it, 

J/.lih.ij 1 ;;! 'j/ 

■ar • j ; 

_ 

I ! i ! 

, ,.4 t ,.i,j_ J... . ;i; 

J L ^ 327 355! 

80 100 

120 140 

160 180 

’ 200 220 

240 260 280 

300 320 340 


Abundance 


8 ° 

60; 

40; 


W9416: Hydrocodone 


299 
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201 

42 

59 


96 
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185 

2 ' 4 228 



115 

0 

31 
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, j . 
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’ 1 
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1 1 J 

| 
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747491,D 
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